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E.O. 11652: N/A 
TAGS: OCON, TECH, FR 

SUBJECT: SUMMARY RESULTS OF INTERNATIONAL COMMITTEE 
MEETING OF OIML - PARIS, JUNE 19-21, 1978 

REF: STATE 139783 


1 . MEETING OF INTERNATIONAL COMMITTEE OF 

OIML CONCLUDED TODAY WITH FOLLOWING BASIC RESULTS. 


2. RESOLUTION ADOPTED TO ESTABLISH AD HOC STUDY 
GROUP TO MAKE ECOMMEND ATION S FOR SOLVING QUORUM AND 
VOTING PROCEDURE PROBLEMS IN OIML CONVENTION. REPORT 


TO BE MADE TO NEXT CIML MEETING AND MAY INVOLVE PRO- 
POSALS FOR AMENDING 1955 CONVENTION. 


3. DIRECTOR ATHANE REPORTED BUDGET FORECAST FOR 1979 - 
1980 ACCURATE WITH NO NEED FOR EXTRAORDINARY MEETING OF 
GENERAL CONFERENCE TO CONSIDER BUDGET ADJUSTMENTS. 


4. COMMITTEE APPROVED NEW 5-YEAR EMPLOYMENT CONTRACT 
FOR DIRECTOR ATHANE AND NAMED NEW DEPUTY DIRECTOR 
DR. AKE THULIN. DR. THULIN, FROM SWEDEN, IS UNIDO 
EXPERT - PHD PHYSICS - STRONG LDC EXPERIENCE. 
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5. PROPOSED CHANGES TO OIML TECHNICAL PROGRAM WERE 
APPROVED BY COMMITTEE, INCLUDING NEW MAJOR COMMITTEE ON 
TEACHING OF LEGAL METROLOGY TO BE ADMINISTERED BY USSR. 
SOVIETS EXPECT PROGRAM TO STRENGTHEN LDC TIES. 

6. COMMITTEE ESTABLISHED AD HOC WORKING GROUP TO 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 

STUDY CREATION OF AN OIML CERTIFICATION MARK FOR 
INSTRUMENTS MANUFACTURED IN ACCORDANCE WITH OIML 
RECOMMENDATIONS. PROGRAM IS OF IMPORTANCE TO US INSTRU- 
MENT INDUSTRY. USA WILL PARTICIPATE IN AD HOC WORKING 
GROUP. 

HARTMAN 
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